18FY6A 


Twin Diode—High-Mu Triode 

7-PIN MINIATURE TYPE 

With Heater Having Controlled Warm-Up Time 


GENERAL OATA 

Electrical: 

Heater, for Unipotential Cathode: 

Voltage (AC or DC).18 volts 

Current.0.1 ± 6% amp 

Warm-up time (Average).20 sec 

Direct Interelectrode Capacitances: 

Without With 
External External 

Shield Shield* 

Triode grid to triode plate . . 1.8 1.8 ^f 

Triode grid to cathode 

and heater. 2.4 2.4 /i/if 

Triode plate to cathode 

and heater. 0.22 2 /i/if 

Plate of diode unit No.2 

to triode grid. 0.2 max. 0.2 max. /i/if 

CharacteristIcs, Class A| Amplifier (Triode Unit): 

Plate Voltage. 100 volts 

Grid Vol tage. -1 vol t 

Amplification Factor. 100 

PI ate Resistance (Approx.). 77000 ohms 

Transconductance. 1300 /imhos 

PI ate Current. 0.6 ma 

Mechanical: 

Operating Position.Any 

Maximum Overal 1 Length.2-1/8" 

Maximum Seated Length . 1-7/8" 

Length, Base Seat to Bui b Top (Excl ud i ng tip). . 1-1/2" ± 3 / 32 " 

Diameter. 0.650" to 0.750" 

Dimensional Outline . See General Section 

Bulb.TS-1/2 

Base.Small-Button Miniature 7-Pin (JEDEC No.E7-l) 

Basing Designation for BOTTOM VIEW.7BT 

Pin 1-Grid of /js /T\ Pin 5-Plate of 

Triode Unit —-W Diode 

Pin 2-Cathode of f^/1 VN/tn Unit No. 2 

Triode Unit W fPin 6-Plate of 

and Diode (\ JaJ Diode 

Units No. 1 (2XUf^|^ Ai) Unit No.1 

and No. 2 . jP in 7-Plate of 

Pin 3 -Heater Aft- Triode 

Pin 4-Heater ^ Unit 
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AVERAGE PLATE CHARACTERISTICS 
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